ASD 

Quality Control 

Responsibilities for the Reagent Preparation (Always prepared by two chemist and QC ) 

Cobalt Thiocyanate: Room 362 (ASD/DXF) 

Marquis: MGL/ chemist 
Froedhes: MGL/chemist 
Meckes: Room 363 (DCS/LAG/KAC) 

Dilly: Room 362 (DXF/ASD) 

Duquenois: Room 362 (DXF/ASD) 

2.8 HCl: MGL/chemist 
20% Acetic Acid: Any two chemist 
Sodium Hydroxide: Any two chemist 
Alcohol Disinfectant: MGL/chemist 
TLTA: Room 361 (PJP/DJR/NEM/MAI) 

AuCl: Room 361 (PJP/DJR/NEM/MAI) 

Ehrlichs: Room 362 (DXF/ASD/PIP) 

GC Standards: CBS 

IR Standards: CBS 

UV Standards: DXF/CBS 

GC/MS Standard/Controls: DIR, ASD & PIP 

THC Quants: DXF/ASD/CBS 

Heroin Quants: ASD/CBS 

Cocaine Quants: ASD/CBS 
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